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Message Text 
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PAGE 01 CARACA 09416 232254Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

123790 232307Z/61 

P232157Z SEP 77 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 9352 

UNCLAS CARACAS 9416 

USDOC FOR OIM/BREWER 

E.O. 11652: N/ 

TAGS: BEXP, VE 

SUBJECT: EXHIBITION FACILITY AIR CONDITIONING 

HAVE RECEIVED PROPOSAL FROM REFRIGERACION GON 
ZALEZ S.R.L., CARRIER DEALER IN CARACAS, WHICH 
IS BEING SENT TO CMM, SEPTEMBER 26. THE FOLLOW- 
ING IS A SUMMARY OF THE PROPOSAL: 

1 . PROPOSAL STATES THAT THERE WOULD BE (2) UNITS 
OF 357,000 BTU-H EACH, TYPE SPLITS. CARRIER 

WOULD GUARANTEE COOLING IN PAVILION TO 75 DEG; 50PCT 
HUMIDITY FOR 400 PERSONS ON A HOT AFTERNOON OF 
85DEG, 55 PCT HUMIDITY. IN DOWNTOWN CARACAS IT IS 
ONLY ABOVE 85DEG 55PCT HUMIDITY 2 PCT OF THE TIME. 

DESIGN OF THIS SYSTEM WILL GIVE 15PCT MORE CAPACITY 
THAN GUARANTEED. 

2. EQUIPMENT REQUIRED IS IN CARACAS AND INSTALLAT- 
ION WOULD REQUIRE (2) MONTHS. TOILETS AND STORE- 
ROOM WOULD NOT BE AIR CONDITIONED. 

3. ROUGH DUCT PLAN IS WITH PROPOSAL. ONE LARGE 
OUTSIDE DUCT WOULD BE REQUIRED ON SOUTH SIDE OF 
UNCLASSIFIED 
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PAGE 02 CARACA 09416 232254Z 

PAVILION AND ONE ON LOWER ROOF. ALL OTHER DUCTS WILL 
BE BETWEEN ROOF AND FALSE CEILING. 

4. COST OF THIS WORK WOULD BE BS. 281,624.00 
($65,000). PRICE DOES NOT INCLUDE MAIN CABLES FROM 
MAIN BREAKERS TO EQUIPMENT, CONCRETE FOOTINGS FOR 
EQUIPMENT, RETURN AIR SCREENS IN OFFICE DOORS AND 
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PAINTING OF OUTSIDE DUCTS. 

5. IF 900,000BTU'S ARE FELT NECESSARY, THE ADDITION- 
AL COST WOULD BE APPROXIMATELY BS. 100,000 ($23,364.49). 

6. ELECTRICITY REQUIRED FOR EACH UNIT IS 150 AMPS, 

208 VOLTS, 3 PHASE. 
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